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Roberts, Mervin F: 
The Tidemarsh Guide; 16 

Robins, Lee N., Paula J. Clayton, and John 
K. Wing (Eds.): 
The Social Consequences of Psychiatric 
Iliness; 209 

Robinson, Daniel N: 
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Sketch; 62 

Robison, Wade L., and Michael S. Pritchard 
(Eds.), with contributors: 
Medical Responsibility: Paternalism, 
Informed Consent, and Euthanasia; 4 

Robitscher, Jonas: 
The Powers of Psychiatry; 146 

Robson, Bonnie: 
My Parents are Divorced, Too: Teenagers 
Talk About Their Experiences and How 
They Cope; 248 

Rockcastle, Verne N., et al: 
Science: Level 1; 300 Science: Level 2; 30 
D Science: Level 3; 31 O Science: Level 4; 
31 CO Science: Level 5; 31 

Roedell, Wendy Conklin, Nancy Ewald 
Jackson, and Halbert B. Robinson: 
Gifted Young Children; 254 

Rogers, Florence K: 
Parenting the Difficult Child; 87 

Rohrbaugh, Joanna Bunker: 
Women: Psychology's Puzzle; 64 

Rokeach, Milton, (Ed.), with contributors: 
Understanding Human Values: Individual 
and Societal; 4 
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Rose, Allen J., Barbara A. Schick, and Staff 
of STSC, Inc.: 
APL in Practice: What You Need to Know 
to Install and Use Successful APL 
Systems and Major Applications; 243 
Rosen, Hugh: 
The Development of Sociomoral 
Knowledge: A Cognitive-Structural 
Approach; 182 
Rosenbaum, Ernest H., and Isadora R. 
Rosenbaum: 
A Comprehensive Guide for Cancer 
Patients and Their Families; 210 
Ross, Shepley L: 
Introduction to Ordinary Differential 
Equations, 3rd ed.; 196 
Rost, Thomas L.., et al.: 
Botany: A Brief Introduction to Plant 
Biology; 17 
Rothenberg, Ronald L.: 
Finite Mathematics; 196 
Rousmaniere, John, (Ed.): 
The Enduring Great Lakes; \6 
Rowan-Robinson, Michael: 
Cosmic Landscape: Voyages Back Along 
the Photon's Track; 197 
Rubin, Richard, John J. Fisher Ill, and 
Susan G. Doering: 
Your Toddler: Ages One and Two; 215 
Rubinstein, Moshe F., and Kenneth Pfeiffer: 
Concepts in Problem Solving; 122 
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Spotter’s Guide to Wild Flowers of North 
America; 32 
Ruggiero, Michael, Alan Mitchell, and Philip 
Burton: 
Spotter's Handbook: Flowers, Trees and 
Birds of North America; 92 
Rukl, Antonin: 
The Amateur Astronomer; 14 
Russell, Findlay E.: 
Snake Venom Poisoning; 268 
Russell, Peter: 
The Brain Book; 22 
Russell, Rupert: 
Spotlight on Possums; 204 
Rutland, Jonathan: 
The Violent Earth; 154 
Rychlak, Joseph: 
Discovering Free Will and Personal 
Responsibility; 62 
Ryder, Joanne with the assistance of 
Harold S. Feinberg: 
Snail in the Woods; 33 
Ryles, A. P., K. Smith, and R. S. Ward: 
Essential Organic Chemistry for Students 
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Safford, Edward L., Jr.: 
The Complete Microcomputer Systems 
Handbook; 118 

Saks, Michael J., and Charles H. Baron 
(Eds.): 
The Use-Nonuse-Misuse of Applied Social 
Research in the Courts; 251 

Saltz, Daniel: 
A Short Calculus: An Applied Approach, 
3rd ed.; 19% 

Salvadori, Mario: 
Building: The Fight Against Gravity; 97 

Sanders-Brown Research Center on Aging, 
with M. M. Blacker and D. R. Wekstein 
(Eds.): 
Your Health After 60; 23 

Sandmaier, Marian: 
The Invisible Alcoholics: Women and 
Alcohol Abuse in America; 66 

Sands, Harry, and Frances C. Minters: 
The Epilepsy Fact Book: A Complete 
Guide to the Most Misunderstood Physical 


Disorder; 83 
Saracino, Dan: 
Abstract Algebra: A First Course; 131 
Saxon, John, Jr.: 
Algebra: An Incremental Approach, Vol. 
2; 131 


Sayles, Myron A., Knut Aagaard, and L. K. 


Coachman: 
Oceanographic Atlas of the Bering Sea 
Basin; 151 
Schaller, George B.: 
Stones of Silence: Journeys in the 
Himalaya; 151 
Scheffer, Victor B.: 
Adventures of a Zoologist; 141 
Scheidlinger, Saul, (Ed.): 
Psychoanalytic Group Dynamics: Basic 
Readings; 146 
Schiller, Francis: 
Paul Broca: Founder of French 
Anthropology, Explorer of the Brain; 256 
Schlein, Miriam: 
Antarctica: The Great Continent; 35 0 
Lucky Porcupine; 95 © Snake Fights, 
Rabbit Fights, & More: A Book About 
Animal Fighting; 33 
Schmidt, Marjorie G.: 
Growing California Native Plants; 213 
Schmidt-Nielsen, Knut, Liana Bolis, and C. 
Richard Taylor (Eds.): 
Comparative Physiology: Primitive 
Mammals; 264 
Schneer, Cecil J., (Ed.): 
Two Hundred Years of Geology in 
America: Proceedings of the New 
Hampshire Bicentennial Conference on 
the History of Geology; 75 
Schneider, David M.: 
American Kinship: A Cultural Account, 
2nd ed.; 123 
Schnepf, Max, (Ed.): 
Farmland, Food and the Future; 125 
Schodek, Daniel L.: 
Structures; 85 
Schoenbaum, Thomas J.: 
The New River Controversy; 8 
Schoenfeld, Eugene: 
Jealousy: Taming the Green-Eyed 
Monster; 183 
Schreiber, Carol Tropp: 
Changing Places: Men and Women in 
Transitional Occupations; 64 
Schroeder, Richard C.: 
The Politics of Drugs: An American 
Dilemma, 2nd ed.; 127 
Schuchman, Joan: 
Two Places to Sleep; 89 
Schultes, Richard Evans, and Albert 
Hofmann: 
Plants of the Gods: Origins of 
Hallucinogenic Use; 203 
Schulz, Charles M.: 
Snoopy's Facts & Fun Book About 
Nature; 219 
Schultz, Jerelyn B. (Ed.), et al.: 
The Decision to Parent: A Teaching 
Guide; 270 
Schwaller, Anthony E.: 
Energy Technology: Sources of Power; 
250 
Schwartz, Lazar M.: 
Compendium of Immunology, 2nd ed., 
Vol. 1; 23 
Schwartz, Rudolph: 
Care of a Small Planet: The Social 
Sciences; 188 
Scientific American: 
Atmospheric Phenomena; 259 © Birds; 
204 0 Earthquakes and Volcanoes; 1360 
Light and Its Uses: Making and Using 


Lasers, Holograms, Interferometers, and 
Instruments of Dispersion; 269 OD Light 
from the Sky; 200 0 Molecules to Living 
Cells; 261 0 Particles and Fields; 258 0 
Pre-Columbian Archaeology; 216 

Scott, Elaine: 

Adoption; 274 
Scott, Jack Denton: 
The Submarine Bird; 34 CO Window on the 
Wild; 264 
Scott, Peter: 
Observations of Wildlife; 256 
Scott, Ronald Bodley: 
Cancer: The Facts; 23 

Scott, Ronald M.: 

Introduction to Organic and Biological 
Chemistry; 74 

Scully, Diana: 

Men Who Control Women's Health: The 
Miseducation of Obstetrician- 
Gynecologists; 146 

Scuro, Vincent: 

Wonders of Cattle; 277 

Seabrook, Peter: 

Rand McNally Book of the Garden; 214 

Seamon, John G., (Ed.): 

Human Memory: Contemporary 
Readings; 245 

Sears, Francis W., Mark W. Zemansky, and 
Hugh D. Young: 

College Physics, 5th ed.; 133 

Sears, Joel L.: 

Optimization Techniques in FORTRAN; 59 

Seeds, Michael A., (Ed.): 

Astronomy: Selected Readings; 72 

Segal, Hanna: 

Melanie Klein; 246 

Segre, Emilio: 

From X-Rays to Quarks: Modern 
Physicists and Their Discoveries; 197 

Selden, Bernice: 

The Body-Mind Book: Nine Ways to 
Awareness; 23 

Sell, Stewart, (Ed.): 

Cancer Markers: Diagnostic and 
Developmental Significance; 147 

Selsam, Millicent E.: 

How Animals Live Together; 96 CO Night 
Animals; 277 

Selsam, Millicent E., and Jerome Wexler: 
Eat the Fruit, Plant the Seed; 222 

Selsam, Millicent E., and Joyce Hunt: 

A First Look at Sharks; 34 OA First Look 
at Whales; 158 

Sexton, Linda Gray: 

Between Two Worlds: Young Women in 
Crisis; 6 

Shames, Irving: 

Engineering Mechanics, 3rd ed.: Vol. 1: 
Statistics; Vol. 2: Dynamics; 213 

Shapiro, Deborah: 
Parents and Protectors: A Study in Child 
Abuse and Neglect; 9 

Shaw, Evelyn: 
Sea Otters; 158 

Shebar, Sharon Sigmond: 

The Mysterious World of Honeybees; 35 

Sheehan, Angela: 

The Beaver; 340 The Duck; 96 0 The 
Otter; % 

Sheeler, Phillip, and Donald E. Bianchi: 
Cell Biology: Structure, Biochemistry, and 
Function; 138 

Shelton, Jay W.: 

Wood Heat Safety; 26 

Shields, Paul C.: 

Elemeniary Linear Algebra, 3rd ed.; 131 

Shils, Edward: 

The Calling of Sociology and Other Essays 
on the Pursuit of Learning; 123 





Showalter, John E., and Walter R. Anyan: 
The Family Handbook of Adolescence; 9 
Showers, Paul: 
No Measles, No Mumps for Me; 158 
Shumaker, Virginia O.: 
The Alaska Pipeline; 8 
Shurkin, Joel N.: 
The Invisible Fire: The Story of Mankind’ s 
Triumph Over the Ancient Scourge of 
Smallpox; 84 
Shuttlesworth, Dorothy E.: 
Playful Animals; 264 


Shuttlesworth, Dorothy E., and Gregory J. 
Shuttlesworth: 
Farms for Today and Tomorrow: The 
Wonders of Food Production; 26 

Silber, Sherman J.: 
How to Get Pregnant; 210 

Silk, Joseph: 
The Big Bang: The Creation and Evolution 
of the Universe; 132 

Silverstein, Alvin: 
Conquest of Death; 23 0 Human Anatomy 
and Physiology; 147 

Silverstein, Alvin and Virginia: 
The Genetics Explosion; 138 OC Nature's 
Champions: The Biggest, the Fastest, the 
Best; 220 0 The Sugar Disease: Diabetes; 
147 CO The World of Bionics; 59 

Silverstein, Alvin, Virginia, and Glenn: 
Aging; 6 

Simon, Hilda: 
Easy Identification Guide to North 
American Snakes; 78 0 The Racers: 
Speed in the Animal World; 227 

Simon, Seymour: 
About the Foods You Eat; 97 

Simpson, George Gaylord: 
Splendid Isolation: The Curious History of 
South American Mammals; 79 

Singer, Peter: 
Practical Ethics; 121 

Sisler, Harry H., Richard D. Dresdner, and 
William T. Mooney, Jr.: 
Chemistry: A Systematic Approach; 258 

Skane, Donna, and Lawrence Skane: 
Mathematics for Consumers: With 
Business Applications; 131 

Skutch, Alexander F.: 
A Naturalist on a Tropical Farm; 261 

Slack, Adrian: 
Carnivorous Plants; 139 

Slesser, Malcolm, and Chris Lewis: 
Biological Energy Resources; 80 

Slijper, E. J.: 
Whales, 2nd ed.; 19 

Sloan, Douglas, (Ed.): 
Education and Values; 128 

Sloan, M. E.: 
Introduction to Minicomputer and 
Microcomputers; 118 

Smith, Norman F.: 
If It Shines, Clangs & Bends, It's Metal; 
35 

Smith, Ralph E. (Ed.): 
The Subtle Revolution: Women at Work; 
64 

Smith, Robert Leo: 
Ecology and Field Biology, 3rd ed.; 138 

Smith, Roger C., W. Malcolm Reid, and 
Arlene E. Luchsinger: 
Smith's Guide to the Literature of the Life 
Sciences, 9th ed.; 119 

Snell, Nigel: 
Peter Gets a Hearing Aid; 153 0 Tom 
Visits the Dentist; 96 

Snoeyink, Vernon L., and David Jenkins: 
Water Chemistry; 199 

Snyder, Martha, Ross Snyder, and Ross 
Snyder, Jr.: 


The Young Child as Person: Toward the 
Development of Healthy Conscience; 246 
Snyder, Paul: 
Health & Human Nature; 210 
Snyder, Solomon H.: 
Biological Aspects of Mental Disorder; 
210 
Soil Conservation Society of America: 
Soil Conservation Policies: An 
Assessment; 125 
Solymar, L., and D. Walsh: 
Lectures on the Electrical Properties of 
Materials, 2nd ed.; 149 
Soule, Michael E., and Bruce A. Wilcox 
(Eds.): 
Conservation Biology: An 
Evolutionary-Ecological Perspective; 125 
Spencer, Donald D.: 
Computer Dictionary for Everyone, new 
ed.; 59 OC The Illustrated Computer 
Dictionary; 149 
Spencer, Milton H.: 
Contemporary Economics, 4th ed.; 188 
Spier, Peter: 
People; 273 
Spilke, Francine Susan: 
What About the Children?: A Divorced 
Parent's Handbook; 9 
Spooner, Maggie: 
Sunpower Experiments: Solar Energy 
Explained; 222 
Spradley, James P., and David W. McCurdy: 
Anthropology: The Cultural Perspective, 
2nd ed.; 185 
Srivastava, Jane Jonas: 
Spaces, Shapes, and Sizes; 219 
Stableford, Brian M.: 
The Mysteries of Modern Science; 193 
Standish, Thomas A.: 
Data Structure Techniques; 118 
Stannard, David E.: 
Shrinking History: On Freud & the Failure 
of Psychohistory; 205 
Staub, Erin, (Ed.): 
Personality: Basic Aspects and Current 
Research; 62 
Stein, Sara: 
The Science Book; 274 
Steiner, Claude M.: 
Healing Alcoholism; 210 
Stemple, David: 
High Ridge Gobbler: A Story of the 
American Wild Turkey; 35 
Stephenson, Wiiliam K.: 
Concepts in Neurophysiology; 210 


Stern, David: 
Math Squared: Graph Paper Activities for 
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Stevens, Laura J., and Rosemary B. Stoner: 
How to Improve Your Child’s Behavior 
Through Diet; 27 

Stewart, lan, and David Tall: 
Algebraic Number Theory; 70 

Stiller, Richard: 
Your Body is Trying to Tell You 
Something; 23 

Stobaugh, Robert, and Daniel Yergin (Eds.): 
Energy Future; 8 
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A Guide to the Behavior of Common 
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Earth Moving Machines; 35 

Stonehouse, Bernard: 
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Straus, Murray A., Richard J. Gelles, and 
Suzanne K. Steinmetz: 
Behind Closed Doors: Violence in the 
American Family; 190 

Struble, George: 
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Stuart, Gene S.: 
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Stubbs, Michael: 
Language and Literacy: The 
Sociolinguistics of Reading and Writing; 
123 

Sullivan, George: 
Discover Archaeology: An Introduction to 
the Tools & Techniques of Archaeological 
Fieldwork; %8 

Sullivan, Walter: 
Black Holes: The Edge of Space, The End 
of Time; 14 

Sutton, George Miksch: 
Bird Student: An Autobiography; 204 

Swartz, Marc J., and David K. Jordan: 
Culture: The Anthropological Perspective; 
123 

Swenson, Loyd S., Jr.: 
Genesis of Relativity: Einstein in Context; 
68 

Szasz, Thomas: 
Sex by Prescription; 268 


Tabor, D.: 
Gases, Liquids and Solids, 2nd ed.; 133 
Taffel, Alexander: 
Physics: lts Methods and Meanings, 4th 
ed.; 258 
Talbott, John A., (Ed.): 
State Mental Hospitals: Problems and 
Potentials; 190 
Tamara, St.: 
Chickaree: A Red Squirrel; 158 
Tauber, Gerald E.: 
Man's View of the Universe; 14 
Taylor, Angus E., and David C. Lay: 
Introduction to Functional Analysis, 2nd 
ed.; 131 
Taylor, G. Jeffrey: 
A Close Look at the Moon; 72 
Taylor, John F.: 
The Hyperactive Child and the Family: 
The Complete What-To-Do Handbook; 
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Tefft, Stanton K.: 
Secrecy: A Cross-Cultural Perspective; 
248 
Tenaza, Richard: 
Penguins; 158 
Terrace, Herbert S.: 
Nim; 62 
Thomas, Alexander, and Stella Chess: 
The Dynamics of Psychological 
Development; 62 
Thomson, William A. R.: 
A Change of Air: Climate and Health; 15 
Thresher, Ronald E.: 
Reef Fish: Behavior and Ecology on the 
Reef and in the Aquarium; 204 
Tobias, Ann: 
Pot: What It Is, What It Does; 34 
Todd, John, and Nancy Jack Todd: 
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Search for an Ecological Science of 
Design as Embodied in the Bioshelter; 150 
Toribara, Taft Y., Morton W. Miller, and Paul 
E. Morrow (Eds.): 
Polluted Rain; 253 
Tortora, Gerard J.: 
Principles of Human Anatomy, 2nd ed.; 
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Tortora, Gerard J., and Nicholas P. 
Anagnostakos: 
Laboratory Exercises in Anatomy and 
Physiology with Cat Dissections; 141 
Totman, Richard: 





Social Causes of Iliness; 84 
Trefil, James S.: 
From Atoms to Quarks: An Introduction 
to the Strange World of Particle Physics; 
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Tegear, T. R.: 
China: A Geographical Survey; 271 
Tressler, Arthur G., et al. (Eds.): 
Science Year: The World Book Science 
anual, 1980; 69 
Trieff, Norman M., (Ed.): 
Environment and Health; 211 
Trigger, Bruce G.: 
Gordon Childe: Revolutions in 
Archaeology; 193 
Triola, Mario F.: 
Elementary Statistics; 131 
True, Dan: 
A Family of Eagles; 204 
Trump, D. H.: 
The Prehistory of the Mediterranean; 152 
Trzyna, Thomas N., and Joseph R. Beck 
(Eds.): 
Urban Mass Transit: A Guide to 
Organization and Information Resources; 
10 
Tucker, Alan: 
Applied Combinatorics; 257 
Tufte, Virginia, and Barbara Myerhoff (Eds.): 
Changing Images of the Family; 6 
Tung, Rosemary Jones: 
A Portrait of Lost Tibet; 216 
Turner, Rufus P.: 
The Illustrated Dictionary of Electronics; 
149 
Turner, Stephen: 
Our Noisy World; 10 
Turnill, Reginald: 
Space Age; 159 
Tver, David F., Lloyd Motz, and William K. 
Hartmann: 
Dictionary of Astronomy, Space, and 
Atmospheric Phenomena; 14 
Tver, David F., and Richard W. Berry: 
The Petroleum Dictionary; 75 
Tveten, John L.: 
Exploring the Bayous; 32 
Twiford, Rainer: 
A Child With a Problem: A Guide to the 
Psychological Disorders of Children; 84 


Ullman, Edward L.: 
Geography as Spatial Interaction; 271 
Ulrich, James F.: 
Geometry, 3rd ed.; 13 
Utian, Wulf H.: 
Your Middle Years: A Doctor's Guide for 
Today's Women; 211 


Vance, F. R., J. R. Jowsey, and J. S. 
McLean: 
Wildflowers Across the Prairies; 17 

Van Deventer, Mary Lou, (Ed.): 
Earthworks: Ten Years on the 
Environmental Front; 250 

Van Dieren, W., and M. G. W. Hummelirick, 
with Jon Barzdo (Ed.): 
Nature's Price: The Economics of Mother 
Earth; 16 

Van Scotter, Richard D., Richard J. Kraft, 
and John D. Haas: 
Foundations of Education: Social 
Perspectives; 10 

Van Viack, Lawrence H.: 
Elements of Materials Science & 
Engineering, 4th ed.; 149 

Vergara, William C.: 
Science in Everyday Life; 193 

Verney, Peter: 


Animals in Peril: Man's War Against 
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Viadeck, Bruce C.: 
Unloving Care: The Nursing Home 
Tragedy; 190 
Vogel, Morris J.: 
The Invention of the Modern Hospital: 
Boston, 1870-1930; 253 
Vogel, Morris J., and Charles E. Rosenberg 
(Eds.): 
The Therapeutic Revolution: Essays in the 
Social History of American Medicine; 12 
von Weizsacker, Carl Friedrich: 
The Unity of Nature; 133 
Vuke, Susan: 
Processes of the Earth's Surface: An 
Introduction, preliminary ed.; 137 
Vyn, Kathleen: 
Spring in the High Sierras; 155 


Wachs, Martin: 
Transportation for the Elderly: Changing 
Lifestyles, Changing Needs; 66 
Wagener, Jerrold L.: 
FORTRAN 77: Principles of 
Programming; 180 
Wagner, Frederic H.: 
Wildlife of the Deserts; 262 
Wake, Marvalee H. (Ed.): 
Hyman's Comparative Vertebrate 
Anatomy, 3rd ed.; 19 
Walker, Henry M.: 
Problems for Computer Solutions Using 
BASIC; 118 
Wallace, David Rains: 
Idle Weeds: The Life of a Sandstone 
Ridge; 256 
Wallace, Robert A.: 
The Genesis Factor; 79 
Wallerstein, Judith S., and Joan Berlin 
Kelley: 
Surviving the Breakup: How Children and 
Parents Cope with Divorce; 248 
Wannenburgh, Alf: 
The Bushmen; 152 
Warren, Betty, Compiler: 
The Energy and Environment Checklist; 
250 
Washington, Allyn J.: 
Technical Calculus with Analytic 
Geometry, 2nd ed.; 7\ 
Wasserman, Harvey: 
Energy War: Reports from the Front; 8 
Wasson, R. Gordon: 
The Wondrous Mushroom: Mycholatry in 
Mesoamerica; 262 
Waters, John F.: 
Hatchlings: The Lives of Baby Turtles; % 
DA Jellyfish Is Not a Fish; 9% 
Weber, Robert L..: 
Pioneers of Science: Nobel Prize Winners 
in Physics; 256 
Wegner, Daniel M., and Robin R. Vallacher 
(Eds.): 
The Self in Social Psychology; 123 
Wehman, Paul: 
Curriculum Design for the Severely and 
Profoundly Handicapped; 67 
Weibert, Robert T., and Donald A. Dee: 
Improving Patient Medication 
Compliance; 268 
Weidner, Richard T., and Robert L. Sells: 
Elementary Modern Physics, 3rd ed.; 133 
Weinstein, Grace W.: 
People Study People: The Story of 
Psychology; 4 
Weiss, Malcolm E.: 
Gods, Stars, and Computers: Fact and 
Fancy in Myth and Science; 193 
Weiss, Robert S.: 


Going it Alone: The Family Life and 
Social Situation of the Single Parent; 87 
Weisskopf, Victor F.: 
Knowledge and Wonder: The Natural 
World as Man Knows It, 2nd ed.; 69 
Wekstein, Louis: 
Handbook of Suicidology: Principles, 
Problems and Practice; 23 
Welch, Martha McKeen: 
Sunflower!; 155 
Weller, Milton W.: 
The Island Waterfowl; 204 
Wells, Malcolm, Compiler: 
Notes From the Energy Underground; 250 
Wensel, Louise Oftedal: 
Acupuncture in Medical Practice; 268 
Wertenbaker, Lael: 
To Mend the Heart: The Dramatic Story of 
Cardiac Surgery and Its Pioneers; 211 
Wesley, Frank, and Edith Sullivan: 
Human Growth and Development: A 
Psychological Approach; 246 
Weston, Lee: 
Body Rhythm: The Circadian Rhythms 
Within You; 84 
White, Florence Meiman: 
Linus Pauling: Scientist and Crusader; 
218 
White, John: 
Poleshift: Predictions and Prophecies of 
the Ultimate Disaster; 200 
Whitman, R. Douglas: 
Adjustment: The Development and 
Organization of Human Behavior; 120 
Whitney, Stephen: 
A Sierra Club Naturalist’s Guide: The 
Sierra Nevada; 16 
Whittow, John: 
Disasters: The Anatomy of Environmental 
Hazards; 126 
Whyte, William H.: 
The Social Life of Small Urban Spaces; 64 
Wiener, Daniel Philip, with John DiStefano 
and Ron Lanoue: 
Reclaiming the West: The Coal Industry 
and Surface-Mined Lands; 251 
Wigder, H. Neil: 
Wigder's Guide to Over-the-Counter 
Drugs: A Critical Comparison of the 
Effectiveness, Cost, and Safety of the 
Most Popular and Widely Advertised 
Brands; 24 
Wilburn, Jack: 
Wild Animals of California and the West: 
Mountains & Desert, Vol. 1; 79 
Wilkinson, J. F.: 
Don’t Raise 
211 
Williams, Barbara: 
Breakthrough: Women in Archaeology; 
216 
Willoughby, Doris M.: 
A Resource Guide for Parents and 
Educators of Blind Children; 215 
Wilson, Carroll L., Project Director: 
Coal—Bridge to the Future: Report of the 
World Coal Study; 251 
Wilson, David: 
The Colder the Better; 85 
Wilson, David Sloan: 
The Natural Selection of Populations & 
Communities; 76 
Wilson, Edward O.: 
Sociobiology, abridged ed.; 79 
Wilson, J. 1. B.: 
Solar Energy; 149 
Winter, Ruth: 
The Scientific Case Against Smoking; 211 
Wirth, Conrad L.: 
Parks, Politics, and the People; 251 


‘our Child To Be a Fat Adult; 





Wise, Kensall D., Kan Chen, and Ronald E. 
Yokely: 
Microcomputers: A Technology Forecast 
and Assessment to the Year 2000; 118 
Wiseman, Ann Sayre: 
Welcome to the World: How Mary Has 
Kittens; 9% 
Wishard, Laurie, and William Wishard: 
Adoption: The Grafted Tree; 10 
Wohlstetter, Albert, et al.: 
Swords from Plowshares: The Military 
Potential of Civilian Nuclear Energy; 7 
Wolberg, Lewis R., and Marvin L. Aronson 
(Eds.): 
Group and Family Therapy 1980; 246 
Wolfe, Ralph, and Peter Clegg: 
Home Energy for the Eighties; 85 
Worvill, Roy: 
Stars and Telescopes for the Beginner; 72 
Wright, Logan: 
Parent Power: A Guide to Responsible 
Childrearing; 150 
Wydoski, Richard S., and Richard R. 
Whitney: 
Inland Fishes of Washington; 204 


Yaqub, Adil, and Hal G. Moore: 
Elementary Linear Algebra with 
Applications; 196 

Yates, Madeleine: 

Earth Power: The Story of Geothermal 
Energy; 153 

Yudkin, Michael, and Robin Offord: 

A Guidebook to Biochemistry, 4th ed.; 259 

Yura, Michael T., and Lawrence Zuckerman: 
Raising the Exceptional Child; 27 


Zaslavsky, Claudia: 
Preparing Young Children for Math; 67 
Zim, Herbert S.: 
The New Moon; 1540 Your Skin; 34 
Zink, David D.: 
The Ancient Stones Speak: A Journey to 
the World's Most Mysterious Megalithic 
Sites; 29 
Zito, George V.: 
Population and Its Problems; 65 


Films/Filmstrips 





ABC Wide World of Learning, Inc.: 
Heart Attacks: New Cures, New Hopes?; 
284 0 Moving Up: Making the Transition 
to Head Nurse; 285 

Adelphi University Center on Aging: 
Rose By Any Other Name; 160 

Aims Instructional Media: 
Feelin’ Good: Alternatives to Drug Abuse; 
100 0 Rubbish to Riches; 105 

Alfred Higgins Productions, Inc.: 
Drugs and Your Amazing Mind, 2nd ed.; 
280 0 Our Wonderful Senses; 163 0 
Posture Perfect with Harv and Marv; 440 
Smoking: It's Your Choice, 2nd ed.; 228 

Altana Films: 
A New Age for the Old; 160 

Appalshop Films: 
Strip Mining: Energy, Environment and 
Economics; 100 

AV Resource Center: 
It Works For Us; 285 


Barbary Coast Releasing, Ltd.: 
Secrets of an Alien World; 103 


Barr Films: 
Animal Biology Series, Set 1; 108 0 
Animal Biology Series, Set 2; 48 0 Animal 
Biology Series, Set 3; 108 C Biology of the 
Bony Fishes and Cartilaginous Fishes; 232 
0 The Conics; 231 0 The Desert; 2290 
Get Help, Give Aid; 228 CO North 
American Biomes; 233 CO Polygons; 2310 
The Prairie; 2290 The Rocky Mountains; 
229 

Beacon Films: 
A Heron Named Bill; 226 CO Osprey; 226 

Benchmark Films, Inc.: 
The Exploration of Mars; 226 

Bergwall Productions: 
Biology: An Introduction to Evolution; 47 
0 Exploding Nutrition Myths I; 490 
Physics: Understanding Motion; 47 0 
Working in the Laboratory: Part 1; 470 
Working in the Laboratory: Part 2; 47 

BFA Educational Media: 
Calories, Calories; 45 OC Color: A First 
Film; 41 0 Early Civilizations; 99 2 First 
Aid for Young People; 440 Food Around 
the World; 106 CO How We See Series; 108 
0 Oil and Its Products; 39 OC Plants of the 
Sea; 102 © Posture: Thinking Tall; 106 0 
Prehistoric Humans; 99 CO Shapes and 
Structures in Nature, series; 107 CO Shelter 
Around the World; 100 

Bitterroot Films: 
Energy and Morality; 100 

Bullfrog Films, Inc.: 
Decision: Energy for the Future; 279 0 
Harness the Wind; 104 CO The Last 
Chance; 283 CO New Western Energy 
Show; 39 D On the Edge of the Forest, 43 

Butterick Publishing: 
Growing Older; 107 


California Newsreel: 
The Reckoning; 40 

Carolina Biological Supply Co.: 
The Animals of the Saltmarsh; 288 0 
Elementary Genetics; 287 0 The 
Environment Shapes the Forest; 287 0 
Human Blood Groups; 288 0 Human 
Teeth: Function and Structure; 288 0 The 
Life of the Forest; 287 C The Plants of the 
Saltmarsh; 288 

Carousel Films: 
Marva; 41 0 The Nuclear Watchdogs; 225 

Centron Films: 
Backyard Alternative Energy; 224 0 
Energy Seekers; 224 0 It’s Up to Laurie; 
101 0 VD—Play It Safe; 1610 
Weatherize Your Home; 285 0 The 
Wonder of Dolphins; 162 

Churchill Films: 
Animal Homes, 2nd ed.; 43 0 Body 
Defenses Against the Outside World; 44 0 
The Body Fights Disease; 284 CO Energy: 
Less Is More, 2nd ed.; 2240 Energy: New 
Sources, 2nd ed.; 279 OC Energy: The 
Nuclear Alternative, 2nd ed.; 2240 
Growth Dilemma; 38 

Cinema Medica: 
Anthony's Birth at Home; 44 

Consumers Union: 
Nutrition on the Run: Snacks and Fast 
Foods; 233 

Corinth Films: 
Einstein's Universe; 41 

Coronet Films: 
The Global Energy Game; 100 CO Weather 
Science: Pierrot and Lightning and 
Thunder; 102 CO Weather Science: Pierrot 
and Rain and Snow; 102 0 Weather 
Science: Pierrot and the Rainbow; 102 0 
Weather Science: Pierrot and the Sun; 102 
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0 Weather Science: Pierrot and the Wind; 
102 
Coronet Instructiona! Media: 
Creatures of the Land; 42 CO The Middle 
East: Mosaic of Peoples; 37 0 Place 
Value: Ones, Tens, Hundreds, 2nd ed.; 41 
Couch-sa-chra-ga Association, Inc.: 
The Adirondack—The Land Nobody 
Knows; 229 
CRM/McGraw-Hill Films: 
Chemical Carcinogenesis: The Staging 
Theory; 105 0 Creative Problem Solving; 
37 © Fire in the Water; 282 CO Managing 
Stress; 980 Memory; 278 CO A New Look 
at Motivation; 278 OC Perception; 37 
Current Affairs Films: 
Case Study: Human Debris As A Wildlife 
Resource; 48 CO The Land: Terrestrial 
Environment; 48 OC Lisa, Bright and Dark; 
107 © Natural Resources: Human and 
Natural Perspectives; 46 


DeNonno Pix, Inc.: 

Moira: A Vision of Blindness; 40 
Direct Cinema Limited: 

Who Happen To Be Gay; 224 
Durrin Films: 

Our Hidden National Product; 39 


Educational Dimensions Group: 
Discovering Dinosaurs; 107 C Dissection: 
Earthworm; 48 © Evolution Revolution; 48 
0 Last Cry for Help: Teenage Suicide; 230 
© Our Vital Resource: The Seas; \OB OA 
Share of the Sun: The Food Chain; 490 
The Wright Brothers: The Air Devils; 109 

Educational Images: 
Animal Tracks and Signs; 108 © Colonial 
Birds: The Gull’s Way and the Penguin's 
Way; 48 0 Ice Age Relicts: Living 
Glaciers and Signs of Ancient Icesheets; 
107 O Killer Whales —Lords of the Sea; 48 
0) Setting Up a Small Aquarium; 108 0 
The Year of the White-Tailed Deer; 49 

Educational Media Corp.: 
Universal Rhythms; 42 

Encyclopaedia Britannica Educational Corp.: 
All the Way Up There; 280 0 Antarctica: 
Exploring the Frozen Continent; 229 C Big 
Cats: Endangered Predators; 43 O Color 
in Nature; 226 CO Dolphins in the Zoo; 43 
0 Emergency Care: To Save a Life; 1630 
Energy from the Sun, 2nd ed.; 2240 
Heredity, 2nd ed.; 282 0 How Animals 
Live and Grow; 232 0 It's a Badger's 
World; 226 CO Mathematics for Beginners; 
164 0 Meiosis, 2nd ed.; 283 CO Minerals 
and Rocks, 2nd ed.; 161 O Primary 
Science: The Earth's Environment; 286 0 
Primary Science: The World Around Us; 
286 0 Science At Work; 231 0 The Sea: 
The Mysteries of the Deep; 161 0 Success 
Story: How Insects Survive; 103 0 The 
Zoo, 2nd ed.; 284 

Enjoy Communicating, Inc.: 
Florida Keys, A Unique Ecosystem; 1650 
Galapagos; 165 

Essentia: 
A Pond; 43 


Family Information Systems: 
Sometimes It's O.K. to Tattle; 47 
Filmakers Library, Inc.: 
The Eleven Powers; 99 © Four Women; 
105 © Patterns of Pain; 105 CO Reach Out 
for Life; 101 
Filmfair Communications: 
The Fastest Animal on Earth; 43 





314 


Films Incorporated: 
Journey to the Stars; 101 
FMS Productions, Inc.: 
Women & Alcohol: Through the Drinking 
Glass; 280 
Focus International, Inc.: 
I'm Not From Here; 37 


Handel Film Corp.: 
The Microscope: Passport to the 
Miniworld; 102 CO The Ocean: Resource 
for the World; 161 0 Solar Power; 225 
Harper & Row Media: 
First Aid and Safety: Poisoning; 228 0 
First Aid: Bleeding and Shock; 228 
Hartley Film Foundation: 
The Therapeutic Touch: Healing in the 
New Age; 99 
Hawkhill Associates, Inc.: 
Basic Instruction Manuals for Spaceship 
Earth; 164 
Hollywood Film Enterprises: 
From the Edge of Extinction; 103 
Human Relations Media: 
The Eight Stages of Human Life: 
Adolescence to Old Age, series; 460 The 
Eight Stages of Human Life: Prenatal to 
Late Childhood, series; 440 New 
Pathways in Psychology: Interpersonal, 
Existential, and Humanistic; 230 


Indiana University Audio-Visual Center: 
The Role of Coal; 104 0 Secrets of 
Limestone Groundwater; 279 

Institute for Food and Development Policy: 
Food First; 164 

International Development Research Centre: 
Fish By-Catch . . . Bonus From the Sea; 
279 

International Film Bureau, Inc.: 

After School Snacks and How They Grow; 
165 © Birds and Their Young; 162 0 Deep 
Threat; 38 OA Flowering Plant from Seed 
to Seed; 102 


Lawren Productions: 
The Reinforcement Show; 40 0 The 
Sexually Abused Child: A Protocol for 
Criminal Justice; 40 0 A Time for Caring: 
The School's Response to the Sexually 
Abused Child; 41 

Learning Corporation of America: 
Dinky Hocker; 390 A Place of Dreams: 
The National Air and Space Museum; 106 
0 Reflections; 104 CO Whose Child Is 
This?; 101 0 Wild Horses, Broken Wings; 
101 

Learning Tree Filmstrips: 
Overcoming Handicaps; 230 

Library Filmstrip Center: 
Solar Energy Processes, series; 46 

Los Alamos Scientific Laboratory: 
Galaxy; 281 0 Infinity's Child; 98 


Macmillan Films, Inc.: 
Dialogues With the Stars; 281 0 Life 
Cycle of a Fish; 2840 A Primer on Poison 
Ivy; 102 
Marshfilm Enterprises, Inc.: 
Linkletter on Drug Abuse, series; 230 
Medfact, Inc.: 
Asthma in Childhood; 232 0 Coronary 
Angiography (Heart Catheterization); 288 
Media Five: 
Angel Death; 39 DO Including Me; 40 
Milner-Fenwick: 
Chemistry of Heredity 1: Identification of 


Genetic Material & DNA Structure; 420 
Chemistry of Heredity Il: Protein 
Synthesis; 42 CO Chromosomal Basis of 
Heredity; 42 

Modern Talking Picture Service, Inc.: 
A Play Half Written: The Energy 
Adventure; 104 

Montana Dept. of Fish, Wildlife & Parks: 
Spirits on the Wing; 162 

Morven Medical Films: 
Acne ... It's Not Your Fault; 105 

MTI Teleprograms: 
Burnout; 163 0 Cults: Choice or 
Coercion?; 98 2 Dead End; 39 DO Drinking 
Parents; 100 CO Nobody Coddled Bobby; 
40 © One Step Ahead Il: The Seclusion 
Room; 37 0 One Step Ahead III: Verbal 
Techniques; 37 0 Shattered; 225 0 This 
Film is About Rape; 280 

The Municipal Art Society: 
The Social Life of Small Urban Spaces; 
164 


National AudioVisual Center: 
Wise Use of Drugs: A Program for Older 
Americans; 41 

National Geographic Society, Educational 
Services: 
About Sharks; 283 CO Animal Senses; 166 
OC Animals in Winter; 166 0 Coral Reef; 42 
0 Dive to the Edge of Creation; 282 0 
How Living Things Depend on Each 
Other; 166 CD How Plants and Animals are 
Grouped; 287 0 The Human Body, Part 2; 
233 0 The Human Body, Part 3; 288 0 
The Invisible World; 282 0 Last Stand in 
Eden; 440 Life and Death of a Tree; 420 
Marvels of the Mind; 228 CO Our Foods 
and Where They Come From; 233 0 The 
Solar System; 281 0 The Sun: Earth's 
Star; 281 0 A Tidal Flat and Its 
Ecosystem; 43 CO Water: A Precious 
Resource; 225 0 Ways Animals 
Communicate; 166 0 What's Good to Eat: 
Foods the Body Needs; 289 0 World 
Within Worlds; 284 

National Society to Prevent Blindness: 
The Magic of Sight; 288 

New Day Films: 
Am I Normal?; 160 

New Yorker Films: 
Word is Out: Stories of Some of Our Lives; 
279 


Perennial Education, Inc.: 
Post Partum Depression; 228 0 Women, 
Birth Control, and Nutrition; 161 

Phoenix Films, Inc.: 
Arctic Mirror; 45 CO Feod .. . For Man; 
106 CO Right Out of History; 160 0 Yours 
Truly, Andrea G. Stern; 41 

Pied Piper Productions: 
Math Word Problems: Stories From Real 
Life; 47 

Plainsong Productions: 
New Relations: A Film About Fathers and 
Sons; 38 

Prentice-Hall Film Library: 
Deeper Into Hypnosis; 98 

Pyramid Films: 
Board and Care; 225 GO Meadowlark 
Lemon Presents the World; 45 0 The Silent 
Witness: An Investigation Into the Shroud 
of Turin; 38 CO Why Me?; 38 


Radiation Management Corporation: 
Working With Radiation and Protecting 
Yourself; 163 


Ramsgate Films: 
Back Facts; 162 © Bring ‘Em Back Alive; 
102 
Random House, Inc.: 
Dreams and Other Science Mysteries; 230 
REHABFILM: 
David; 100 © First Encounters; 101 
Research Press: 
Harry: Behavioral Treatment of 
Self-Abuse; 98 


Science and Mankind, Inc.: 
It All Started With A Bang: The Origin of 
the Universe; 165 0 The Plant Kingdom: 
A World of Green; 287 CO Renewable 
Energy Resources: Wind, Water and Solar 
Rays; 286 0 Respiration: Energy for Life; 
289 © The Restless Earth: Understanding 
the Theory of Plate Tectonics; 286 0 
Understanding Weather and Climate; 231 

Stanford University, Department of Genetics: 
Mars in 3-D: Images from the Viking 
Mission; 226 

Sunburst Communications: 
Cancer: What It Is, How to Beat It; 49 


Third Eye Films: 
The Power to Change: A New Film on 
Appropriate Technology; 104 

Time-Life Video: 
Blindness: Five Points of View; 162 0 
Countdown; 103 © Distant Voices; 227 0 
Eat, Drink and Be Merry; 227 0 The 
Elusive Iliness; 163 C The Invisible Flame; 
38 0 The Keys of Paradise; 163 CO Living 
Machines; 283 OC The Long Chain; 227 0 
Mr. Ludwig's Tropical Dreamland; 279 0 
The Trigger Effect; 227 0 The Wheel of 
Fortune; 105 0 Yesterday, Tomorrow and 
You; 227 

Transition House Films: 
We Will Not Be Beaten; 161 

Troll Associates: 
First Aid: Knowing What to Do; 232 0 
Wonders of the Animal World; 232 


UCLA Office of Instructional Development: 
Underwater Flight of the Tufted Puffin; 44 

Unifilm: 
Crow Dog; 99 

University of California Extension Media 
Center: 
As Surely As Columbus Saw America; 281 
0 Breeding Behavior of Tropical Pelagic 
Birds; 103 C Discovering the Moche; 162 
0 E = mc?; 281 0 Goodbye Old Man; 278 
0 An Isolated Fact; 282 0 Jojoba; 285 0 
Marking Time; 282 0 Nesting Behavior of 
the Egyptian Plover; 103 0 The Sky's the 
Limit; 280 0 When the Rivers Run Dry; 
280 

University of Missouri: 
Research: The Untraveled World; 37 


Victoria Films: 
Seeds of Trust; i06 


Walt Disney Educational Media Company: 
African Lion and Jungle Cat, series; 1650 
Growing Up Healthy: Set 2; 166 O The 
Life of Fishes; 232 OC Math All Around Us; 
164 0 Mediterranean: Cradle or Coffin?; 
39 © Rick, You're In, A Story About 
Mainstreaming; 278 0 Rivers: Roots of 
the Ocean; 165 OC Undersea Exploration; 
166 
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